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NOTICE 
NUCLEAR DEVELOPMENTS REPORT TO BE RENAMED 


Beginning with JPRS-TND-91-010, the JPRS REPORT: NUCLEAR DEVELOPMENTS will be 
renamed JPRS REPORT: PROLIFERATION ISSUES. Its content will remain unchanged except that 
information on ballistic missiles and biological weapons will now appear in this report instead of the 
JPRS REPORT: ARMS CONTROL. This material will be included with other proliferation items 
under the appropriate geographic heading. Information on treaties governing the production, 
possession, and use of chemical and biological weapons will continue to appear under appropriate 
geographic headings in the ARMS CONTROL report. 


Subscribers to the NUCLEAR DEVELOPMENTS report will experience no lapse in receipts when this 
change takes effect. Subscribers to the ARMS CONTROL report who wish to subscribe to the 
PROLIFERATION ISSUES report should consult the back cover for subscription information 
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KENYA 


Government Plans Research, Safety Policies 
YIU POOS9A Nairobi DAILY NATION in Englis! 
5 Mar 91 p4 


[Text] A national nuclear science and technology-policy 
is already being formulated, the Minister tor Research 
Science and Technology, Mr George Muhoho, said in 
Nairobi yesterday 


The plan wall include the establishment of a nuclear 
research institute at the University of Nairobi and the 
creation of a department of nuclear medicine at the 
Kenyatta National Hospital, Mr Muhoho said during the 
official opening of a two-week regional training course 


on nuclear law and safety regulations tor Africa, at 
Nairobi’s Silver Springs Hotel 

He said that most people associate atomic energy with 
mass destruction weapons, but its peacetul use will boost 
the country’s socio-economic developm: ncluding 


AFRICA I 


food production, pest control, various research pro- 


grammes, analysis and the testing of materials 


Ihe Minister said that the country will expand or 
develop its nuclear science and technology from the 
already existing center for nuclear science and tech- 
niques which was established at the University of 
Nairobi over a decade ago by the National Council for 
Science and Technology (NCST) 


Mr Muhoho said that although radioactive substances 
are being used in many developing nations, including 
Kenya, storage facilities and the buildings sheltering 
such substances were not specifically designed for the 
purpose. Kenya needs to acquire more expertise and 
facilities for the disposal of radioactive wastes 


He said that the International Atomic Energy Agency 
(IAEA) has played a crucial role in helping the world 
expand its peacetul use of nuclear energy which has 
helped in the war against poverty 
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Spokesman Denies Medium-Range Missile Sale 
to Pakistan 

HALOSOFI3S3 291 Beyine ZHONGGLO NINWEN SHI 
n Chinese 1103 GMT 25 Apr 91 


fieat] Beying, 25 Apr (ZHONGGUO XINWEN 
SHE)}—When taking questions raised by reporters today 
(hinese Foreign Ministry spokesman Wu Jianmin said 
[he report claiming that China provides medium-range 
missiles to Pakistan is absolutely groundless. China does 
not stand for, encourage, or engage itself in nuclear 
proliteration and does not aid other countries in devel 


ping nuclear weapons 


He said: There is some research-oriented, small-scale 
cooperation on nuclear development between China and 
\lgeria. This is purely tor peacetul purposes 


When asked “What is China’s attitude on nuclear instal- 
tions in Korea, and does China agree to the interna- 
tional community's inspection of its nuclear installa 

ns. Wu Jianmin replied: Korea’s signing this 
nt with the International Atomic Energy Agency 
i matter within the scope of the “Nuclear Nonprolit- 
ration Treaty.” But China 1s not a party to this treaty 


[his matter should be settled through negotiations 
ng all parties concerned so as to tacilitate detente 
and stability on the Korean peninsula 


Army Paper Outlines Nuclear Submarine 
Development 

MKOFV04F1ISSY] Hong Kone ZHONGGUO TONGAUN 
SHE in English 1312 GMT 4 Ap» 


LIBERATION ARMY DAILY Dhiscloses Inside Story 
Chinas Development of Nuclear-Powered Subma 
ZHONGGUO TONGXAUN SHE headline] 


| Beying, Apnl 4 (HKONA}—The LIBERATION 
VRMY DAILY [ITERFANGJIUN BAQO) revealed today 
nsid tory of Chinas development of nuclear 
\ ! submarines in an article titled “Nuclear Sub 


4 (Common Nam 


|} irl said that the launching of the world s tirst 
DON | submarine on th ast coast of the 

gd States in 1954 drew the attention of China 

MM il‘ Rongzhen. then in charge of military indus 


il production, wrote to the Central Committee of the 
Communist Party of China and proposed the building of 
lear-powered submarine based on China's own 
ttorts. The proposition was endorsed by chairman Mai 
long. Nowadays, China’s nuclear-powered subma 


ruise the vast territorial waters of the motherland 


The article said that the development of submarin 
pr cts dates back to the mid-60's when there was very 
tthe information on the technology tor building nuclear 


powered submarines. Chinese scientists and technicians 


hart mm | 


Mag mereil sOMe Pie tures of foreign submarines to vi 


man idea ot what they looked like. The first Chines 


Inen 


CHINA 
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made nuclear-powered submarine was built in the 1970's 
after years of continuing etfort 


China staged a test of its nuclear-fuelled submarine al 
state level in the 1980's. The submarine was subjected to 
a pressure of several hundred tonnes per sq. metre in the 
course of the pressure tests Carried Out over all the vessel. 
Such tests carried out by the United States and the Soviet 
Union resulted in accidents which claimed lives and 
wrecked the submarines. Taking this into consideration, 
many Chinese naval officers and ratings before under- 


taking the test had left letters for their families in case of 


possible death during the test. The test, however, turned 
out to be a success with the whole crew returning safely. 


New Rocket Engine Developed 
HKOSO41S009]7 Be lying ¢ bl Daiahase in fb nelish 
S Apr Yl 


(Text] Changsha (CEI)—The miultiple-start binary 
double adjustment variable-thrust liquid rocket engine 
has been developed recently in the University of Detence 
Science and Technology 


Ihe vaniable-thrust liquid rocket engine 1s a hi-cch 
product widely used in the space industry. It is an 
important device tor attitude control, orbital maneuver, 
space docking, interception, planet exploration and the 
soft landing of manned vehicle 


International Atomic Energy Head Visits Daya 
Bay Station 

11K090414129] Guanezhou Guanedone Provincial 
Service in Mandarin 0400 GM ip Y] 


[Text] Yesterday, Hans Blix, director of the Interna- 
tional Atomic Energy Organization, and his entourage 
visited the site of Guangdong’s Daya Bay Nuclear Power 
Station, which 1s currently under construction 


After being shown around at the construction site, (Hans 
Briggs) fully affirmed the Daya Bay Nuclear Power 
Station principle of giving primary importance to safety 
and quality and spoke highly of its method of building a 
high-standard nuclear power station using imported 
advanced technology and absorbing advanced experi 


CnNCeS 


Qinshan Nuclear Station Begins 2d-Phase 
Construction 
OV 2004212991 Hanezhou ZHEJLTANG RIBAO 


[Text] As I look south into the distance atop Qin Shan 
the second-phase construction of the Qinshan Nuclear 
Power Station at the foot of the mountain has already 
begun. Preparations tor road construction and surveys of 
hydro-geology, electricity supply, and telecommunica 
tions have been completed, creating the favorable con 


ditions tor the large-scale construction 
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The designed capacity of the second-phase construction 
will consist of two 600,000-kilowatt [kw] generating 
units, with total energy to be generated tour times of that 
of the first-phase construction 


According .o briefings by engineering personnel in 
charge of the second-phase construction, the location has 
been decided. Prospecting has shown that the geological 
Structure 1s entirely suitable for constructing the nuclear 
power station. So tar, major research projects involving 
geological, hydrological, and seismic prospecting, mari- 
lime surveys, experiments of silting and drainage, and 
radiation and environmental investigations have been 
basically completed. Reliable data obtained trom these 
projects have increased people's contidence in the sec- 
ond-phase construction of the nuclear power plant 


Jubilant over the report on the second-phase construc- 
tion, the local government and people have once again 
extended selfless aid. While trying to broaden a mean- 
dering cement road leading to the construction site 
through a mulberry field in the course of surveys, the 
engineering personnel asked to borrow bulldozers trom 


CHINA 3 


Qinshan Village, in Haryuan County's Chuanba Town 
Ship. The request was promptly granted by the township 
government and villagers as they understood that the 
machinery would be used for construction of the nuclear 
power stauvion 


Ccuangdong Nuclear Power Corp Joins World 
Association 

OW 2304155291] Bering XINHUA in English 
L457 GMT 23 Apr Yl 


[Text] Shenzhen, April 23 (XINHUA)—Guangdong 
Nuclear Power Joint Venture Co. Ltd. joined the World 
Association of Nuclear Operators (WANQ) April 22 
(local time) in Atlanta City, the United States 


The company, owner of the Guangdong Nuclear Power 
Plant, which is currently under construction, was 
accepted as member of WANO yesterday morning at the 
international organization’s annual meeting in Atlanta 


The Guangdong Nuclear Power Plant is now under 
construction at Daya Bay. Its first generating unit 1s 
scheduled to go into operation in 1992 
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Agency Plans New Nuclear Reactor Policy 


Ou ]> 1/3°HY / b AYODO tn Enelis/ 


ext] Tokyo, Apr} 1S KY ODO—The natural resources 
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Bul they indicated the company will not necessarily be 
allowed to resume Operation of the reactor even after 
replacement of the bars with improved ones 


Depending on the results of checks on the No. 2 reactor 
of another Kansai Electric Power Co. facility, the 
Mihama nuclear power plant, also in Fukui Prefecture 
further measures may be needed to ensure safe operation 
of the reactors at both plants, said the officials 


(in February 9 at the Mihama plant, a split formed in 
one of the tubes that should have been held in place by 
intivibration bars, allowing 55 tons of radioactive water 
to leak from the primary cooling system to the secondary 
lat powers the plant's turbine 


[| 1K af activated the reactor’s emergency core 
Olrig system to avert a possible melidown 

Lhe pows ompan checked the other reactors of the 
ame type and tound something unusual with the Taka- 

nama plant § oO. 2 reactor 


Qin March 21. the operation of the reactor was sus 
ded. and the tirm started detailed checks into the 
tubes in the steam generator 


NILTIT Orders Inspection of Nuclear Reactor 


VHA General Television 
\ rs ; | ’ lhe ‘ Loot (; \f/ ] 7 ipr Y] 


Ou? Pi / / h 


feat} The Ministry of International Trade and Industry 
MITI rdered Kansai Electric Power Company to 

ediately identify an extraneous piece of metal found 
at the bottom of the No 


reactor at the Ou Nuclear 
Pla he Ag tt Natural Resources and Energy 
\NRI | 1] Mi | | announced today 


\ ling the ANRE. operations at the No. 2 reactor 


()) Nuclear Plant in Oi Town, Fukui Prefecture 
ispended since a 25 March routine inspec 
1) g tt nspection, however, a tester camera 


\traneous matter at the bottom of the 
Kansai Electric Power collected the material 


nd Stigated where it came from. The firm 
shaped matter was made of metal 
Som! Som by 1.5 cm, and looks like a finger screw 
MITI ! Kansai Electric Power to identify imme 
fiat the | { metal. It 1s anticipated that the piece 
1 be a part used tor control rod guide pipes 

hy +} fuel rods 


WI Ss too big to tall through the space 
ds. MI TI 1s also concerned that the piece 
{ metal might have damaged outer fuel rods. MITI 


theretore plans to order further inspections of fel rods 
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NORTH KOREA 


Countries Urge Nuclear Inspection; North Rejects 


USSR Threatens Nuclear Cutoff 
/ D/ S04] 2358 Y] Vos. OM HM orld Service i? / nelish 
1200 GMT 1S Apr Yl 


{Text} The Soviet Union has warned North Korea it will 
cult off all nuclear supplies and cooperation unless 
Pyongyang agrees to international inspections of its 
nuclear facilities 


The REUTER News Agency has reported that the state- 
ment was made today at a news conference in Tokyo by 
Viadlen Martynoyv, director of the Institute of World 
Fconomy and International Relations of the Soviet 
Academy of Sciences. A day betore, the South Korean 
news agency YONHAP reported that the South Korean 
President No Tae-u was to appeal to the Soviet President 
Gorbachev during their forthcoming meeting to prevent 
the creation of nuclear weapons in North Korea 


China ‘Urging’ To Sign Agreement 
SA 1604055191 Seoul YONHAP in Enelish OS32 GMI 


lA 1p Y] 


[Text] Seoul, Apnl 16 (YONHAP)—China, at the 
request of the Soviet Union, 1s urging North Korea to 
Sign up [as received] the safeguards agreement of the 
International Atomic Energy Agency (IAEA), a South 
Korean official said Tuesday 


“We are aware that China, at the request of the Soviet 
L'nion, 18 pushing North Korea to accept international 
inspection of its nuclear facilities under the IAEA safte- 
guards accord,” the official said on condition of ano- 
nvmits 


Ihe Soviet Union has warned Pyongyang that it will cut 
off all supplies and cooperation unless the North allows 
inspection, a leading Soviet academic said Monday tn 
lokyo 


Ihe Soviet efforts follow an agreement on North Korean 
nuclear capability reached between South Korean Pres 
ident No Tae-u and Soviet leader Mikhail Gorbachev tn 
two rounds of talks last year 


With these Soviet and Chinese efforts, North Korea 
will have to yoin the [AEA accord betore long. If North 
Korea signs the accord and accepts international inspec 
tion, we will see the nuclear threat markedly decrease on 
the Korean peninsula,” the official said 


North Korea joined the Nuclear Non-proliferation 
lreaty in December 1985 but has not yet signed the 
safeguards accord, which a signatory has to do within 18 
months 


Ihe issue will be discussed in depth at the No 
Gsorbachey summit in South Korea Friday. he said 


FAST ASIA § 


Kim Il-song Rejects Inspection 
SK 2004000791] Seoul Domestic Service in Korean 
2200 GMT 19 Apr 91 


[Correspondent Chon Yong-ok report from Tokyo] 


[Excerpt] In a special interview with the Japanese paper 
MAINICHI SHIMBUN yesterday, North Korea’s Kim 
Il-song said that he strongly refuses [kanglyoghi kobu 
handa} to accept inspection of nuclear facilities in North 
Korea, saying that it is unjust and stands against reason 
[toli-e may: anun pudanghan haengwi]. [passage omitted] 


Vice Minister Comments 
SA 1904034191 Seoul CHOSON ILBO in Korean 
19 Apr Yl pl 


[Correspondent Song Hui-yong report from Tokyo] 


| Text] Kang Sok-chu, North Korean first vice minister of 
foreign affairs, on 18 April discussed the issue 01 
accepting inspection of nuclear facilities with the Inter- 
national Atomic Energy Agency. He said North Korea 
will never accept inspection of nuclear facilities unless 
the United States guarantees that it would not pose a 
threat to North Korea with its nuclear weapons 


Vice Minister Kang emphasized this in an exclusive 
interview with the Japanese MAINICHI SHIMBUN in 
Pyongyang on 18 April. In addition, he said when North 
Korea signed the nuclear nonproliferation agreement in 
1985, it was designed to have the United States withdraw 
its nuclear military equipment from South Korea. This ts 
the first time a North Korean high-level official has 
mentioned that North Korea’s objective in signing the 
nuclear nonproliferation agreement was to promote the 
United States to withdraw its nuclear military equip- 
ment 


He said: | know well that there is an obligation to accept 
inspection of nuclear facilities if we join the Interna- 
tional Atomic Energy Agency. The United States should 
know, at the same time, that there is a stipulation in the 
agreement that no state should pose a threat to another 
State with nuclear weapons 


In addition, he asserted that security in the Asian region 
should be guaranteed by the people of Asia. He also 
indirectly expressed his displeasure with the plan to set 
up a consultative organization among the five powerful 
states in the Asian and Pacific region, which President 
Gorbachev announced in the previous day's speech al 
the Japanese national assembly 


More on Rejection 


SA 2004031791 Seoul SEOUL SINMUN in Korean 
20 Apr YI pl 


[Report by Tokyo-based correspondent Kang Su-ung] 


[Excerpt] Kang Sok-chu, North Korea’s first deputy 
foreign minister, was recently interviewed by reporters 








6 EAST ASIA 


form Japan’s MAINICHI SHIMBUN (delegation led by 
Mor, head of the Editorial Department of its Tokyo 
office). Touching on the issue of nuclear inspection by 
the International Atomic Energy Agency (IAEA), he said 
“We cannot accept nuclear inspection unless we have the 
assurance that the Unired States will not pose a threat 
with its nuclear weapons,” according to the 19 April 
MAINICHI SHIMBUN. [passage omitted] 


Posivion on Inspection Maintained 


SA2 704050791 Pyonevange ACNA in Enelis! 
0452 GMT 27 Apr 91 


[Text] Pyongyang April 27 (KONA) —It is only too 
natural that the Democratic People’s Republic of Korea 
maintains the position that tt will sign the nuclear 
Safeguards accord on condition that the nuclear weapons 
of the United States are pulled out of South Korea and it 
promises not to use them against North Korea, said the 
Indian paper PEOPLE'S DEMOCRACY on April 21 in 
an article titled “The DPRK’s Position on Nuclear 
Inspection’ 


Noting that the United States and some western coun 
tries keep utter silence about the U.S. nuclear weapons 
densely deployed in the whole area of South Korea, while 
demanding “international nuclear inspection” over the 


DPRK, the paper said 


Japan also raises the question of “international nuclear 
inspection” as One of the conditions for the normalisa- 
tion of diplomatic relations with the DPRK 


In fact, the U.S. Government openly declares that it wil 
use nuclear weapons against the DPRK and make prep- 
arations for their use through the “Team Spirit” joint 
military exercises which began in 1976 


If the United States is truly interested in the Nuclear 
Non-Proliteraticn Treaty, it must respond to signing a 
peace agreement with the DPRK and withdraw nuclear 
weapons from South Korea without delay and stop the 
“Team Spirit” joint military exercises 


CPRF Views South's ‘Outburst’ Against Reactor 
SA 1504002091 Pyonevane AC NA in Enelish 
1118 GMT 14 Apr 91 


[Text] Pyongyang April 14 (KCNA}—The Committee 
for the Peaceful Reunification of the Fatherland [CPRF] 
issued a Statement today denouncing the outburst let out 
by the South Korean “defence minister” on April 12 
threatening to attack the “atomic reactor facilities” of 
the North 


[he statement reads in full 


Peace on the Korean peninsula 1s now facing a grave 
challenge 
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Ihe South Korean “detense minister” made very ill- 
boding ulterances before South Korean newspaper edi- 
tors on April |2 threatening to “throw commandoes into 
the North aad surprise and destroy the ‘atomic reactor 
facilities’ there” 


These bellicose words of the South Korean “detense 
minister” have given rise to fierce anger and deep 
apprehensions among all the compatriots in the North, 
the South ard overseas and the peaceloving people the 
world over 


All the Opposition parties and people of various strata of 
South Korea are strongly demanding an immediate 
dismissal of the “defense minister,” branding them as a 
grave bellicose outburst totally negating North-South 
dialogue and leading the situation of Our country to a 
very dangerous brink of wat 


The declaration of the South Korean military boss to 
surprise the “atomic reactor facilities” of the North ts an 
intolerable challenge to the entire compatriots who have 
turned out in a nation-wide struggle to achieve a peaceful 
reunification in the ‘90s without fail, desiring peace 


Regarding the outburst of the South Korean mulitary 
boss as a never-to-be-condoned anti-national criminal 
act to wreck peace and bring dark clouds of war to our 
country, break up dialogue and block the way of peaceful 
reunification, the Committee for the Peaceful Reunifi- 
cation of the Fatherland pungently denounces it in the 
name of the entire Korean people 


His utterances threatening to aitack Our “atomic reactor 
facilities” are a most blatant declaration on giving up 
dialogue and negating peaceful reunification 


lt is clear to everyone that peaceful reunification cannot 
be achieved in our country without dialogue 


We cannot but take the outburst of the South Korean 
“defense minister” seriously because it 1s virtually a 
declaration of war against us 


rhe South Korean authorities are now setting afloat the 
rumor that the utterances of the “defense minister” were 
a “ship of the tongue”. But they were not a slip of the 
tongue or the will of an individual or a mere threat to us 
The South Korean authorities are now trying to save the 
Situation, saying that his remarks were “cancelled” and 
they were “‘a slip of the tongue.’ But this cannot conceal 
their scheme of a surprise attack on us which has already 
been brought into the open. The No Tae-u group has not 
only decided to make a surprise attack on our “atomic 
reactor facilities” but also worked out even a concrete 
operational plan to carry it into practice 


The South Korean military boss was so fascinated by the 
results of the Gulf war as to openly reveal it 


Through his utterances the No group stripped itself 
naked as an anti-national group of criminals who seek 
only “prevailing-over-communism reunification” by 
force of arms, not minding the destruction of the nation 
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Now it has become all the clearer why the South Korean 
authorities have staged the large-scale “Team Spirit” 
joint military exercises with the U.S. tor this year again 
in denance of Our repeated proposals and demand and 
persistently objected to Our consistent proposal to adopt 
a North-South nonaggression declaration 


It has also been dragged into the light of day that theu 
recent proposal tor the resumption of the North-South 
high-level taiks and North-South Red Cross talks even 
betore the “Team Spirit” joint military exercises came to 
a close was nothing but a smokescreen tor concealing 
their belligerent nature 


Their anti-national, dangerous scheme to provoke a wat 
which may push the situation in our country to an 
irretrievable phase can by no means be a plan of them 
aione 


Their plan to make a surprise attack on our atom 
reactor facilities is immediately a plan of the United 
States and it 1s based on 1s script 


Obsessed with megalomania after the Gulf war, the 
United States has the mistaken notion that its “policy of 
Strength” will work in Korea, too, and intends to unleash 
an all-out war of aggression against our republic, taking 
issue with non-existent nuclear facilities of ours. The 
U.S. imperialists have already mapped out a war sce- 
nario in anticipation of a war in Korea and, these days 
they are whipping up a war atmosphere with the unusu- 
ally vociferous talk that the Korean peninsula 1s the most 
dangerous region where a war may break out following 
the Gulf war 


In case the South Korean authorities Commit a rash act 
at the instigation of the U.S. imperialists, it would 
inevitably lead to an allout war, and then, our nation will 
Suffer irretrievable, catastraphic disasters and peace in 
Asia and the rest of the world be jeopardized 


Do the South Korean authorities really intend to trample 
upon the desire of the 70 million people for peace and 
peacetul reunification and plunge our nation again into 
the holocaust of a war forced by the U.S. imperialists 
Surely we who are struggling for peace and peacetul 
reunification of the country can never allow such a 
Situation to be created 


Neither dialogue nor peace and reunification are pos 
sible in Korea as long as there remain in South Korea the 
warmaniacs trying to impose irrevocable disasters and 
scourge upon the whole nation and wreck peace in Asia 
and the rest of the world 


For peace and sec urity Of Our country and, turthermore. 
in Asia and the world, the U.S. imperialists and the No 
lac-u group must stop their criminal war provocation 
moves at once and the South Korean bellicose elements 
running wild with the backing of the U.S. imperialists 
must be removed immediately 


Ihe South Korean people of all walks of life must look 
Straight at the dangerous situation prevailing tn the 
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country ana fight more resolutely to prevent a new war, 
Safeguard peace and promote the independent and 


peaceful reunification of the country 


Availing ourselves of this opportunity, we earnestly call 
on the governments, political parties, social Organiza- 
tions and figures of various social strata of all countries 
who want a peaceful reunification of Korea and peace of 
mankind to pay due attention to the danger of another 
war in Korea created by the United States and the South 
Korean authorities, bitterly denounce them and con- 
tinue expressing full support to and solidarity with the 
righteous struggle of our people and all the fellow coun- 
irymen for peace and peaceful reunification 


Paper Views South as ‘Nuclear Forward /dase’ 
SA 1804110391 Pyongvang KCNA in English 
OYS7 GMT IS ipr Y] 


[Text] Pyongyang April 18 (KCNA)}—The U.S. ruling 
quarters openly oppose the denuclearization of the 
Korean peninsula as they constantly pursue the heinous 
design to resort to nuclear blackmail against the northern 
half of Korea and unleash a nuclear war, by keeping hold 
on South Korea as a nuclear forward base 


NODONG SINMUN today says this in a signed article 
hitting at the utterances of Solomon, a U.S. State Depart- 
ment senior official, that “the United States 1s opposed 
to the denuclearization of the Korean peninsula” in 
order to maintain “nuclear deterrent.” 


The article says 


lt is an urgent demand of the times today to turn the 
Korean peninsula into a nuclear-free zone 


The DPRK made the proposal to turn the Korean 
peninsula into a nuclear-free, peace zone and has striven 
to this end 


But the U.S. imperialists are building up nuclear bases in 
South Korea to carry into practice their shameless 
nuclear war design. They declared South Korea “the 
frontline of the U.S. strategy” and “the first-class region 
among the targets of the use of nuclear arms” and 
massively introduced and deployed nuclear weapons 
there 


rhose nuclear weapons deployed in South Korea 
account for 55 per cent of the U.S. nuclear arms in the 
Asia-Pacific region 


In continuing to ship ever greater quantities of nuclear 
means into South Korea, the U.S. imperialists seek to 
start a nuclear war against the North and other socialist 
countries in Asia with that part of Korea as a stronghold 


Phe open utterances of the U.S. reactionary ruling quar- 
ters that “it is the United States’ policy to use nuclear 
weapons on the Korean peninsula in case of emergency” 
and “a nuclear attack must be made on the north of 
Korea’, suggest that it is an unchangeable intention and 
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Strategic aim of the U.S. imperialists to provoke a 
nuclear war On the Korean peninsula 


They think that they can easily establish their domina- 
tion over Asia if they keep hold on the Korean peninsula, 
a military strategic vantage contiguous to the Asian 
continent, and also regard South Korea as a most favour- 
able place for the use of nuclear weapons. Hence thei 
persistent attempt to provoke a nuclear war in Korea 


The U.S. imperialists, to justify these maneuverings, are 
advertizing even the ridiculous fiction of the North’s 
“nuclear programme.” 


If a nuclear attack 1s made, it will immediately spread 
into a worldwide thermonuclear war 


The U.S. imperialists must stop their nuclear war prep- 
arations in Korea and withdraw all their nuclear bases 
and weapons from South Korea 


YONHAP on North’s Potential for Nuclear 
Weapons 

SK 2404020891 Seoul YONHAP in English O152 GMI] 
24 Apr 91 


[Text] Seoul, April 24 (YONHAP)}—North Korea 1s just 
three or four years away from adding nuclear weapons to 
its arsenal, assuming completion of its third nuclear 
reactor and nuclear fuel! recycling plant in 1992, a North 
Korean affairs expert said Wednesday. 


North Korea 1s building a third reactor, which will 
produce nuclear fuel, and a recycling plant in Yongbyon, 
an area [of] North Pyongyang, and they are likely to be in 
operation in 1992, said the expert, who declined to be 
identified. 


Because it takes two or three years to put together a 
nuclear device, North Korea can have a nuclear capa- 
bility in 1994 or 1995, he said 


When the reactor and recycling plant are completed 
North Korea will be able to produce 28 kilograms of 
plutonium annually, enough to build two or three 20- 
kiloton bombs. It was a 20-kiloton bomb that destroyed 
Nagasaki in 1945. 


Unlike the first reactor, which was imported from the 
Soviet Union, the second and third reactors wove built 
with North Korean iechnology and are fitted to turn out 
plutonium, he sad 


Whereas normal nuclear power plants use enriched ura- 
nium for fuel, the North Korean reactors use natural 
uranium to produce plutonium 


North Korea started construction of a 30,000-kilowatt 
second reactor in 1980 and comple d it in February 
1987. It began work on the 200,000-kw third reactor in 
1985 for completion next year 
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In addition to the construction of nuclear reactors, North 
Korea has tested detonators, a basic step toward produc- 
tion of nuclear devices, 80 times between 1983 and 1987. 


North Korea’s first reactor, he said, was introduced from 
the Soviet Union in 1965 for study and research pur- 
poses. 


Deposits of natural uranium in North Korea are esti- 
mated at 26 million tons, of which 4 million tons 1s 
recoverable. 


North Korea also began building a uranium refining 
plant and nuclear fuel recycling plant in Pyongsan, 
Hwanghae Province, in 1985, according to the source. 


SOUTH KOREA 


USSR ‘Ready’ To Transfer Nuclear Technology 
SK 1704014691 Seoul THE KOREA TIMES in English 
17 Apr Yl p 3 


[Text] A top Soviet nuclear scientist said yesterday that 
the Soviet Union ts ready to transfer to Korea all of its 
advanced nuclear technology including fast breeder 
reactor and uranium enriching processes. 


“If Korea wants, we wil: transfer liquid-lead cooled fast 
reactor technology, developed by the Soviet Union most 
recently,” said Victor V. Orlov, president of the Soviet 
Nuclear Society, a prestigious nuclear scientists organi- 
zation 


(rlov made the remarks on nuclear technology transfer 
after exchanging a memorandum of cooperation in the 
field of nuclear energy with An Pyong-hwa, president of 
the Korea Atomic Industrial Forum Inc. (KAIF) at the 
Sheraton Walker Hill Hotel in Seoul. 


Orlov came to Korea to participate in the 6th KAIF, 
Korea Nuclear Society Annual Conference which closes 
today. The Soviet scientist made a keynote speech titled 
‘Nuclear power in the USSR: Status and Prospects” at 
yesterday's session 


“The Soviet Union is most advanced in fast breeder 
reactor research and we have developed a _ reactor- 
cooling method using liquid-lead, instead of inflam- 
mable sodium as a coolant,”’ Orlov said. 


‘We expect that we will have commercialized the liquid- 
lead cooling fast breed reactor in 12 years,’ Orlov said 
‘In the course of the fast reactor development, we -will 
actively cooperate and exchange information with 
Korean nuclear scientists.” 


He said the Soviet Union can also provide Korea with 
centrifugal separation uranium enriching, radioactive 
waste treatment, nuclear fuel reprocessing, water pres- 
surized reactor (PWR) and RBMK reactor technologies. 
RBMkK reactors, developed by the Soviet Union, are now 
used in Hungary, Britain, France and Canada, he added 
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\sked to comment on a media report that Soviet presi- 
dential spokesman Vitaliy Ignatenko warned North 
Korea that Moscow will stop supplying all nuclear sup- 
plies and cooperation unless Pyongyang allows interna- 
tional inspection of its nuclear facilities, Orlov said he 
thinks that itis an “appropriate” step in light of “inter- 
national tradition.” 


He refused further comment on the sensitive issue, 
quipping, “As far as the matter 1s concerned, you'd 
better ask Mr. (Mikhail) Gorbachev who will visit Korea 
shortly.” 


When asked about the verity of a Soviet scientist’s claim 
that the Chernobyl nuclear explosion five years ago 
killed up to 10,000 people, Orlov flatly denied the 
allegation, saying, “Only 30 people were killed and some 
300 were hospitalized due to the accident.” 


British daily Independent Sunday reported that 
Vladimir Chernousenko, the scientific director in charge 
of a 30 km exclusion zone around the stricken power 
station, said the disaster claimed between 7,000 and 
10,000 lives and most of those who died were miners and 
soldiers who died from radiation doses received while 
clearing up after the disaster 


(rlov said that after the accident, an anti-nuclear move- 
ment sprang up in the Soviet Union and as a result, the 
Soviet government has had to readjust its nuclear pro- 
gram 


The Soviet nuclear expert said all of the radioactivity 
was Cleared up and presently three reactors of the Cher- 
nobyl plant are in normal operation. Their operation 
rate 1s 70 percent, he added 


The No. 4 reactor which was exploded was completely 
sealed with concrete and its inside is constantly moni 
tored. “The Soviet authorities plan to bury the reactor 
for good,” said the 61-year-old doctor of physics 


He said two reactors in Armenia were closed down and 
construction of a score of Chernobyl-type reactors was 
suspended after the mishap 


At present, the Soviet Union has 45 reactors i operation 
and they produce 13 percent of the total electricity 
generated in the country. 


“The once military-oriented Soviet nuclear industry 1s 
increasingly interested in peaceful use of atomic energy,” 
Orlov said. 


No To Address DPRK Nuclear Issue 
SAK 1504011391 Seoul YONHAP in English OOSI1 GM1 
1S Apr 91 


[Text] Seoul, April 1S (YONHAP)—President No Tae-u 
will ask Soviet leader Mikhail Gorbachev to stop sup- 
plying North Korea with plutonium and other nuclear 
materials when they meet Friday on Cheju Island, South 
Korean officials said Monday. 
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No will ask Gorbachev to suspend the shipments until 
North Korea signs the International Atomic Energy 
Agency's [IAEA] safeguards agreement and opens its 
nuclear facilities to international inspection, they said 


“President No will point out that North Korea’s devel- 
opment of nuclear weapons will be a major hindrance to 
the peace and security of Northeast Asia that the Soviet 
Union is pursuing. He will also stress joint countermea- 
sures against North Korea’s development of nucleat 
arms for the steady development of Seoul-Moscow ties,” 
one of the officials said. 


The Soviet Union had been providing North Korea with 
nuclear materials for industrial use, but the supply was 
causing concern because they could be diverted to mili- 
lary purposes under current circumstances as North 
Korea was not allowing international inspection, he said 


President No will ask the Soviet Union not to supply 
nuclear materials to North Korea until the [AEA makes 
certain that such materials are used for peaceful pur- 
poses,” the official said. 


President Gorbachev will fly into Cheju, Korea’s south- 
ernmost island, for a brief summit on his way home from 
Japan, becoming the first Soviet supreme leader to set 
foot in either the capitalist South or communist North 


South Korea and the Soviet Union settled issues per- 
taining to economic cooperation with Korea’s promise 
of 3 billion U.S. dollars in aid shortly after they opened 
diplomatic relations on Sept. 30 last year 


The upcoming third No-Gorbachev summit will focus 
on such political issues as peace in Northeast Asia, South 
Korea’s bid for U.N. membership, resumption of South- 
North Korean dialogue, and restructuring of interna- 
tional and regional order after the Gulf war, the official 
said. 


No and Gorbachev met first in San Francisco on June 4 
last year and then in Moscow in mid-December 


Other sources said No would ask Gorbachev to visit the 
North Korean capital of Pyongyang at the earliest pos- 
sible date. Though North Korea and the Soviet Union 
are strong allies, no Soviet of Gorbachev's rank has ever 
visited Pyongyang. Long-ruling North Korean President 
Kim Il-song has invited the Soviet leader to visit 
Pyongyang several times since Gorbachev came to power 
in March 1985, but the invitation has yet to be answered 


The sources said Soviet Deputy Foreign Minister Igor 
Rogachev could sound out North Korea on a visit by 
Gorbachev when he goes to Pyongyang shortly after the 
Cheju talks. 


Rogachev is likely to visit Bejing and Pyongyang to brief 
the two governments on the outcome of Gorbachev's 
visits to Japan and South Korea 
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government property to minimize land acquisition costs 
lt also should be in an area of low population density 
Upon moving, the reactor will be upgraded trom | to 5 
megawatts (MW), according to officials at OAEP 


OAEP’s administrative offices and reactor are located in 
the booming area of Bangkhen on the Bibhavadi Rangsit 
Highway. It 1s about | km south of the Rama Gardens 
Hotel and next to the dairy factory of Yakult (Thailand) 
Co. To the east lies the campus of Kasetsart University 


The reactor has been there since 1961 and OAEP has 
watched the area grow up around them. They now have 
some 300 employees and most of these will remain at 
Bangkhen when the reactor finally finds a new home 


Alleged Leak 


Mr Poonsuk Pongpat, chief of the OAEP’s Health 
Physics Division, said that there have been no serious 
radiation leaks at Bangkhen in 30 years of operating 


There was a bit of an alarm in 1974 when the press 
alleged that a radioactive leak from the reactor had taken 
place and been covered up. The accusations came about 
because rain samples taken two years earlier showed 
rainwater to be polluted at levels that well exceed inter 
national safety limits 


Details of any fault were not well documen'ed and still 
remain sketchy. Poonsuk attributes the whole episode to 
false readings from contaminated sample containers 


OAEP officials say there are five radiation monitoring 
stations in Thailand: one each in Chiang Mat, Khon 
Kaen, Songkla, the Meteorology Department on 
Sukhumvit Road and at OAEP in Bangkhen 


Not all of these stations provide continuous monitoring 
However, they all take air samples once a week and rain 
fallout samples once a month or at more frequent 
intervals should there be an emergency 


These stations, which are run by the Meteorology 
Department tn cooperation with OAEP, also take sam- 
ples of soil, grass, water, and food once per year 


Strangely enough, a check with the Meteorology Depart 
ment said they do radiation monitoring at only one 
location. This 1s at Sri Chang Island in Chonburi, with 
monthly rain samples being sent to Canada for analysis 
Other knowledgeable sources were unaware that OAEP 
did monitoring outside of Bangkhen 


OAEP claims to have an autonomous group monitoring 
safety at the Bangkhen reactor. This group serves as an 
independent check should there be attempts to conceal a 
radiation leakage exceeding the safety standards 


OAEP officials pointed out that their reactor has a 
negative temperature feedback coefficient in that tem- 
perature rises bring on diminished flux. It 1s also physi 
cally limited to a maximum output of 2 MW 
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On the subject of nathonal nuclear waste, OAEP officials 
said that they are responsible for its collection. They now 
have, at the Bangkhen site, some 200 liters of com- 
pressed radioactive waste stored in steel drums sur- 
rounded by concrete. It may later be moved to a desig- 
nated disposal area 


Some 90 percent of isotope production at Bangkhen ts 
for use in government hospitals and are supplied to them 
at one fifth of the market price 


The national demand for isotopes is greater than the 
domestic supply. A large and undetermined traction of 
the isotopes used must still be imported, and the situa 
tion has lately been compounded by the fact that the 
Bangkhen reactor was shut down last December tor a 
year of scheduled maintenance 


Research activities at the reactor include neutron dil- 
fraction experiments and neutron activation for chem 
ical analysis of trace elements. For example. this latter 
technique 1s used to detect tiny amounts of porsonous 
metals in food and in tap water 


Food Irradiation 


OAEP also runs a 300 kilo-curne cobalt-60 gamma tood 
irradiation center at Pathum Thani. It 1s being used for 
the experimental “shelf-life extension” of tropical fruits 
The radiation kills microorganisms and tiny insects 
which foster food spoilage. There are also experiments 
going on to vulcanize rubber 


The facility is mainly financed by the Canadian govern 
ment which ts trying to promote this technology in the 
tropics for its commercial potential. For example, the 
powerful cobalt-60 source was a gift from Canada 


Irradiated “naem,” a Thai pork sausage, 1s now being 
test marketed in Thailand. The package 1s clearly 
marked that it has been treated by radiation. Shoppers 
can now find it at Foodland and Mah Boonkrong, among 
other places 


In visiting a local Foodland, this writer found the supply 
had run out. The man at the meat counter said the item 
was very popular. People like it because it 1s “clean,” he 
said 


However, Canadian consumer groups think otherwise 
and have given irradiated foods a hostile reception 
OAEP admitted that only irradiated flour, onions, pota 
toes and some spices can be legally sold in Canada. It ts 
not known how well they are doing 


lt should be noted that gamma rays arc x-rays of a 
higher-energy. They do not have a nuclear interaction 
and leave no residual radioactivity. However, there ts an 
off-chance some organic molecules may be altered to 
produce undesirable trace chemicals 


Research on the topic has been going on tor some 40 
years now and the people at OAEP declared that nothing 
harmful had been found 
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OAEP has a smaller, 11,000 cure cobalt-60, facility at 
Bangkhen tor calibration and trial runs of food samples 


There is a third 100 kilo-curie facility at Nakhon Pathom 
used tor sterilizing medical hardware, like bandages and 
surgical instruments, before exporting. It 1s run by a 
private tirm, Kendall Gammatron Co Ltd, under OAEP 
regulations 


It 1s interesting to note that the Bangkhen reactor has 
insufficient flux to produce strong cobalt-60 source and 
they all have to be imported 
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The UN's Vienna-based, International Atomic Energy 
Agency (IAEA) visits the OAEP facilities once a year as 
part of an international inspection agreement 


[Thailand has not yet signed two IAEA conventions 
inspired by the Chernobyl disaster. They are called 
“Early Notification of Nuclear Accident” and “‘Assis- 
tance in the Case of a Nuclear Accident or Radiological 
Emergency. These agreements are still under study, 
according ‘o Dr Tatchai Sumitra, of Chulalongkorn’s 
Engineering Faculty. [passage omitted] 
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BULGARIA 


Bulgaria lo lighten Safety at Nuclear Power 
Station 

OW 1104023497 Bering NINH A in Enelish 
O200 GMT 11 ip) Y] 


[Text] Sotia, April 10 (XTNHU A}—Bulgaria has adopted 
a million-dollar program to step up safety measures at 
the country’s Kozlodui Nuclear Power Station, local 
media reported today 


Ihe program, approved by the government today 
includes the construction of new protection layers 
around tour earher-built’ reactors, consolidation of 
Storage facilities for nuclear wastes, the establishment of 
an emergency warning system tor nulcear leakage as well 
as a radioactive monitoring system during normal oper 
auions 


\ medical center wall also be created to provide more 
health care to the workers at the nuclear facility 


Local reports say the Bulgarian Government has asked 
international financial institutions and neighboring 
countries to help the program as it will cost an estimated 
1S million U.S. dollars 


Ihe Kozlodur Nuclear Power Station, built in 1969, 15 
the largest of its kind in the Bulkan region, with five 
reactors in Operation and another one under construc 
viOn 


Ihe 2.6-milhion-kilowatt power station generates 12 bil 
lon kilowatt hours of electricity annually, accounting for 
36 percent of the country’s total energy output 


‘Ineffective’ Precautions Alleged at Chernobyl 
Trial 
1l 8004093491 Sofia BTA in English 2220 GMI 


Y Apr Yl 


[Text] Sofia, Apnl 29 (BTA}— “After the Chernobyl! 
accident there was not a news blackout in Bulgaria, the 
proper name tor what happened was a news crime.” said 
one of the witnesses summoned to testify at the trial of 
two former top officials who were supposed to make 
arrangements for the radiological protection of the pop 
ulation. The trial 1s in its third week now. According to 
Protessor Georgi Georgiev of the Institute of Nuclear 
Medicine, the problem 1s not that Bulgarians were not 
exposed to a threshold extent of contamination but that 
the precautions taken in Bulgaria proved to be absolutely 
ineffective. The situation in this country was quite 
different trom that in the civilized world where the 
population received instructions to take some simpk 


precautions 
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Prot. Georgiev declared himself against a radiation 
scare, Stressing that the average annual radiation expo- 
sure a Bulgarian gets from X-ray checks actually exceeds 
the doses received by the population after the Chernobyl 
accident 


An expert who was called to give evidence at the trial of 
Girigor Stoichkov, former chairman of the Govern- 
mental Commission for Management of Natural Disas- 
ters and Mayor Industrial Accidents, and of Prof. 
Lyubomir Shindaroyv, former sanitary inspector general, 
said that only nine of the 53 laboratories operating at 
that time were engaged in analyzing radiation levels 


Mr. Venel'o Martinov, D.Sc. (agric.), produced facts to 
corroborate the statement made by another witness who 
said that it was mostly goods earmarked for export which 
were checked for radiation afte. the accident. About 
45.000 tests were taken at the agricultural academy at 
that time, more than 24,000 of which on exports. One 
sample was taken per nir® tonnes of products destined 
for export, while with the goods going to the home 
market the rate of sampling was one per 300 tonnes of 
agricultural products. Ms. Zdravka Pechenikova, head of 
the commission of experts appointed at that time, 
expressed her and her colleagues’ surprise with the data 
released by Prof. Shindarov and Mr. Pandev, former 
chairman of the Committee Uses of Atomic Energy, in a 
televised interview of May 7, 1986 and their reassuring 
tone. She said that experts were stunned when an 
announcement released on May 24, 1986 canceled all 
precautions 


[he witnesses for the commission of experts who have 
testified so far now confirmed that there was no “feed- 
back’’ from the Governmental Commission and that the 
latter did not take any stand on the recommendations 
made by the former. The witness Mr Tseno Khinkovsk1, 
president of the Agricultural Academy, holds the same 
OpmMion 
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IAEA Completes Inspection of Slovak Nuclear 
Plant 
1 D260420319] Prague CTK in English 1958 GM1 


6 1p Y ] 


[Text] Bratislava April 26 (CTK}—A group of the 
Vienna-based International Atomic Energy Agency 
(IAEA) experts ended today their three-week inspection 
in the nuclear power plant at Jaslovske Bohunice, West 
Slovakia 


Ihe team, which studied the operation safety, included 
experts from Finland, France, Germany, Japan, Spain, 
Switzerland, Great Britain, the U.S., Czechoslovakia 
and six IAEA officials 


(jaudio Almeida, head of the team which controlled the 
plant's V-1 unit, told CTK that the commission found 
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Out that significant improvements have been made com- 
pared with the original Soviet project of the reactor 
Nevertheless, there are still some deficiencies resulting 
trom Soviet norms which were valid earlier, he said 


On the basis of the study, members of the mission 
recommended some urther improvements on the V-1 
unit, e.g. installation Of additional satety alarm systems 


The mission at Jaslovske Bohunice was part of an IAEA 
programme in the tramework of which international 
teams of experts will also control the operation safety of 
nuclear power plants in Bulgaria and the Soviet Union 


Demonstrators Demand Halt to Nuclear Program 


LD2704164791 Prague CTK in Enelish 1541 GM] 
27 Apr 91 


[Text] Temelin, South Bohemia, April 27 (CTK)}—"An 
immediate halt to the Czechoslovak nuclear energy pro- 
gramme’ was demanded by demonstrators at the 
building site of a new Czechoslovak power station at 
Temelin in South Bohemia today 


The demand was made in a letter which was addressed 
by the opponents of nuclear energy to the Czechoslovak 
authorities 


Participants included environmentalists trom Czecho- 
Slovakia and Austria 


During a March from the town of Tyn nad Vitavou to 
Temelin the demonstrators unwound a ten- 
kilometre-long banner featuring slogans, children’s 
drawings and other torms of protest 


HUNGARY 


USSR Nuclear Weapons Formerly Stored in 
Country 


Antall, Nemeth Statements 


LD230409119] Budapest MTT in English 0713 GMI 
23 Apr YI 


[Text] Budapest, April 23 (MTI)}—As reported previ- 
ously quoting from the article in Saturday's NEPSZA- 
BADSAG, Antal Annus, secretary of state at the Hun- 
garian Ministry of Defence, raised the possibility that 
Hungary was once also a depot for Soviet nuclear war- 
heads. In an interview published in the Monday issue of 
the paper, Karoly Grosz, former general secretary of the 
One-time Hungarian Socialist Workers, party (HSWP) 
made a statement on the 1ssuc 


Today's NEPSZABADSAG, carries an interview with 


former Prime Minister of Hungary Miklos Nemeth, who 
speaks about nuclear warheads in Hungary 
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Miklos Nemeth, prime minister of Hungary from 
November 1988, said, he had been informed on the 
Storage of such devices On Hungarian soil in december 
1988 


“IT received the information in the Hungarian Ministry of 
Defence, in the presence of Karoly Grosz. He, however, 
has never mentioned to me, either then or later that he 
had tried to do anything in the course of his talks with 
Gorbachev to have these devices withdrawn trom the 
country’, Nemeth said 


Nemeth said he had held talks in Moscow on the 
removal of Soviet nuclear devices from Hungary 


“During my first trip to Moscow, in spring 1989, I 
mentioned then Soviet Prime Minister Ryzhkov the 
issue Of removing these devices from Hungary. At the 
end of my visit I was told that Gorbachev had been 
informed both on the issue of nuclear devices and that of 
Soviet troops withdrawal trom Hungary—these issues 
had earlier been discussed on party level but | was the 
first person to mention them on a governmental level— 
and I would be notified on the decision.” 


In autumn 1989, Nemeth received an official telegram 
trom the Soviet ambassador in Budapest, according to 
which the Soviet nuclear devices have been removed 
from Hungary, in compliance with Hungary's request 


The Hungarian Ministry of Detence checked and con- 
firmed the fact that the devices had been removed 


“Tl informed Prime Minister Jozsef Antall on all these 
things in the course of handing over affairs’, Nemeth 
said 


The Tuesday issue of NEPSZABADSAG carries a short 
Statement by Prime Minister Antall on this issue 


“The statement of Miklos Nemeth corresponds to facts 
In the course of handing over the office, emphasizing his 
full responsibility, he informed me that earlier there had 
been nuclear devices On Hungarian soil but they had 
already been removed. I acknowledged the information, 
which was also confirmed by Hungarian military leaders 
and other reliable sources later,” Antall said in his 
Statement 


Also in Tuesday's NEPSZABADSAG, a high-ranking 
Hungarian military expert stated that Soviet nuclear 
devices had been deployed in Hungary for about 15 
years. According to the expert, Soviet missile units 
having nuclear devices were stationed near the Hun- 
garian setthkements of Dombovar and Bay (both W Hun- 
gary) 


Retired Brigadier General Janos Sebok, former com- 
mander of the Hungarian missile unit stated in an 
interview carned by the Hungarian daily NEPSZAVA 
that the date of the removal of nuclear devices from 
Hungary had been June 30, 1990, 1.e. The date of the 
withdrawal of Soviet missiles 
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According to Sebok, Soviet nuclear devices had been 
deployed in the Bakony hills, near Nagyvazsony (W 
Hungary) 


NEPSZABADSAG Interview 
103004101891 Budapest NEPSZABADSAG 
in Hungarian 23 Apr 91 pp 1, 3 


[Interview with an unidentified military expert by Peter 
Vajda; place and date not given: “Fifteen Years With 
Missiles’’—tfirst paragraph is NEPSZABADSAG intro- 
duction] 


[Text] In connection with the issue of Soviet nuclear 
weapons deployed in Hungary, our correspondent asked 
the opinion of a high-ranking military expert who knew 
about the arsenal of the Soviet armed forces and Hun- 
garian-Soviet military relations. 


[Vayda] In your view, since when have the Soviets been 
storing nuclear weapons in Hungary? 


[Answer] Certain indirect information shows that these 
weapons were stored here for about 15 years. [Former 


party leader] Janos Kadar approved the deploy:nent of 


such weapons in Hungary. As you could also read, 
[former Prime Minister] Karoly Grosz did not see any 
date near Janos Kadar’s signature, or perhaps he does 
not remember 


[Vayda] After all, what Soviet weapons deployed in 
Hungary could carry nuclear devices? 


[Answer] An early variation of the Frog missile, as this 1s 
known in NATO code, and the Scud-A missile. The Frog 
is a nOnguided single-stage tactical missile with a range 
of a few tens of kilometers. The Scud-A 1s a guided 
artillery tactical missile with a mobile launch pad, with a 
range of 80-150 km. 


{ Vayda] What other missiles replaced these early types in 
the Soviet arsenal in Hungary later? 


[Answer] The nonguided tactical missile called Lana-M, 
and known as the Frog-7 in NATO code, replaced the 
early Frogs. Its range can be fixed according to the height 
of its launching pad, with a maximum of about 60 km. 
The Scud-A was replaced by the Scud-B guided tactical 
missile, known as R300 in the Soviet Army, and with a 
range of 160-260 km 


[Vayda] These weapons can carry both conventional and 
nuclear warheads. Are we certain that they were nuclear 
weapons? 


[Answer] Yes, we are, and not only from the recent 
Statements made by Anus, Gross, and Nemeth. In 1987, 
a Western source started from the premise that there 
were 36 Soviet nuclear missiles deployed in Hungary 


| Vayda] Do you know the location of Soviet missile units 
that had nuclear devices? 
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[Answer] | presume that they were deployed in the 
vicinity of Dombovar and in the village of Baja, near 
Tate 


{ Vayda] Did they store the nuclcar warheads in the same 
places? 


{| Answer] According to Soviet regulations, such warheads 
cannot be stored in the same place during peacetime. 
Sometimes, the warheads were stored 10 kilometers 
away from the missile unit. In a specific period of ume I 
know, these warheads were guarded by KGB troops and 
special units. These warheads were stored in containers 
that were regularly examined by specially-trained per- 
sonnel. 


{Vayda} Could there have also been nuclear bombs in 
Hungary” 


[Answer] We cannot exclude that possibility either, 
namely that the Soviet military airfield in Debrecen was 
also used by long- range strategic Sukhoy-24 combat 
aircratt (NATO-code: Fencer C), which also carry 
nuclear bombs 


| Vayda] Could there also have been chemical warheads in 
Hungary’ 


[Answer] Chemical warheads were generally not stored 
far away from the missiles themselves. 


[Vayda] Does the fact that Soviet nuclear devices were 
stored in Hungary mean that NATO also programmed 
its own devices to eliminate these targets? 


[Answer] Yes. It 1s a priority goal of every military 
leadership to eliminate the other side’s weapons of mass 
destruction. We could see that during the Iraqi war. 


Soviet Spokesman Confirms Past Presence 


LD2404165291 Budapest Domestic Service 
in Hungarian 1500 GMT 24 Apr 91 


[Text] A spokesman for the Moscow Ministry of Defense 
has confirmed that, within the framework of Warsaw 
Pact activities, Soviet nuclear weapons were stored in 
Hungary earlier, although only in small quantities. 


Because a new Hungarian military leadership was 
appointed last summer, and because by this time there 
were no longer any Soviet nuclear weapons in Hungary, 
Moscow did not consider it expedient to inform the 
Hungarian military leadership about the matter, the 
spokesman added. 


No Reply Received on Duration 


LD2504165291 Budapest Domestic Service 
in Hungarian 18500 GMT 25 Apr 91 


(Text] The Ministry of Defense no longer has authorita- 
tive information on how long the Soviets stored nuclear 
warheads in Hungary and when they were removed. The 
spokesman for the ministry has said that the ministry 
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asked the Soviet chiet-ot-staft tor intormation about the 
matter, but so far no reply has been recieved 


Gyorgy Keleti also stated that at the installations taken 
over after the withdrawal! of Soviet troops no radiation 
pollution was found anywhere 


POLAND 


Army Official Remarks on Technology 
Restrictions 

l D250409259] MW arsayu D mestic Service in Polish 
L400 GMT 4 ipr y] 


[Text] The Polish Army has virtually had its access to the 
most advanced technology cut off. The Soviet Union ts 


not able to supply all the necessary spare parts. Fol- 
lowing the collapse of the GDR, German partners have 
withdrawn trom cooperation, leaving us with the hull of 
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warships already built but without any fitt ngs. This 
information was given al a special news conterence Dy 
the heads of the technological services of the Polish 
Army. General Jerzy (Lewicowicz), the head of research 
and military technological development, 1s talking about 


the import restrictions in force 


{(Lewicowicz)} Insofar as Poland, and likewise Czecho 
Slovakia and Hungary 
85-percent reduction to the COCOM [Coordinating 
Committee for Multilateral Export Controls] restric 
tions, all countries Continue to stipulate that these tech 
nologies not be applied in the military spheres. | 
virtually incapacitates the given country. The United 
States, as a result of our explicit request, has promised us 


have acquired a more \han ar 


nis 


that in each specific case Our requests would be exan 
} ‘ 


ined with a large possibility of mitigating the ban and 
order that are generally in force 
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ARGENTINA 


Government Asked To Continue Condor Project 


LCR National Deputies 
PY LOSO4 OY] Buenos Aires NOTICIAS 
IRGOENTINAS in Spanish 2210 GMT 24 Apr Yl 


| Text] Buenos Aires, 24 Apr (NA)}—The bloc of Radical 
Civic Umon (UCR) national deputies has asked the 
government to continue developing the Condor-2 and to 
reject foreign pressures to dismantle it.” This decision 
was announced at a news conference held by Cordoba 
Deputy Conrado Storam, Jr., UCR bloc leader Cesar 
laroslavsky. and other opposition legislators, including 
Simon Lazara (U aitied Socialism) 


Storani summarized the history of the Condor-2 project 
Saying that “tor some years our country has been devel 
oping missile technology, which has aided our access to 
high technology and has given us the possibility of 
manufacturing our own rocket to place satellites into 
rdit tor peacetul purposes and of joining a market that 


until now has been reserved tor very few 


Storani said 


ual milita}l use of the missile are sens 


charges against the country over the even 


‘SS. adding that 


lifteet Third World countries at working on. the 
n 
SI i idded It is lfa nk the project with Iraq 
ny iuse Iraq had pient 1 war matlet SsUupPpIK Gd by the 
i which would later ndemn it th 
! Nay ' 
1 Na ns ft nvading Kuwait 
\ ’ nid th Ars ne Gaovernment “has given in t 
[ Ss ind that “th LCR nden national pol 

| I SSUC ind urges the ' rmment t ontinuc 
the pr t. which has cost the country so much humat 
ind il i soul < 

( ondor in ‘National Interest 

p>) j $04) Rue hire NOTICIAS 
j j \ if\ { ‘ \ ; ; { \/ J | 
ley K \ 4 Apr (NA}—Senat Ricard 
Lat Radical ¢ lL nion [lL CRI toda 
proposed t! he Cond project De declared “in th 

! | SI nd ? il I< | pmMen hy ali iu Gg 

] i " Neres i nt 
i 1! } id i! resolutl | tt il t a ‘ nt 
] the project 1s not meht. much less so if i 
es ng the studies search, and prototypes 

produ iin de ping it The government has 
in {1 that the Condor-- has been deactivated 
t k gisial said that the Detense. Scien 
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trom each chamber of Congress “must be the forums for 
debate on a project that is extremely important tor the 
nation.” 


Latterriere said: “The Condor project has become a 
product of advanced technology tor peacetul purposes 
linked to the development of satellites and computer 


SCICNCES 


Latternere criticized U.S. Government pressure to dis- 
mantle the project even though he admitted that “muis- 
trust of Argentina derives trom past irresponsible att- 
tudes. We must, however, stress to the world that we 
introduced democratic changes in 1983.” 


Government ‘Suspects’ Condor-2 Used in Gulf 
War 
PY 1904024891 Madrid EFE in Spanish 0020 GM1 


Fal 
i j j 


[Excerpts] Buenos Aires, 18 Apr (EFE}—Argentine Vice 
President Eduardo Duhalde pointed out today that his 
government “suspects” that the locally developed Con- 
dor-2 missile “was used” in the Persian Gulf war 


Duhalde reported to the press that Argentine-U.S. rela- 
tions and the “definitive” position to be adopted by 
Argentina on the missile project were analyzed during a 
meeting between the cabinet of ministers and President 
Carlos Menem. Duhalde added that the cabinet also 
discussed “the government's willingness to end discus- 
sions on this issue, which has been creating problems for 


a lone Lime 


He said thal “the previous administration decided to 
lestroy” the missile and that, “although the original 
intent was to use the Condor-2 tor peaceful objectives, 1 
was used—or, at least, it 1s belheved that it was used” — 
during the Persian Gulf War. [passage omitted] 


Military sources have told EFE that high-ranking Au 
Force officers have expressed their “concern” to Menem 

er the investment of about $200 million in research 
and design of the missile, mostly because its cost will be 
added to other Air Force losses when the project ts 
suspended. Air Force Commander in Chief Brigadier 
lose Julho held a meeting with the highest-ranking Aur 
Force officers on 16 April. Foreign Minister Guido Di 
lellaand Economy Minister Domingo Cavallo were also 


nvited to the mecting 


spokesman said Cavallo urged the military to 
put a definitive end” to the manufacture of Condor-2 
missiles because “international pressure is still being 
exerted on the Argentine Government on basis of the 
belief that the Condor-2 1s still being manutactuied in 
Argentina.” The Condor-2 1s approximately six meters 
long and can carry a 150 kilo “payload” some 300 


kilometers 
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EL SALVADOR 


Government Denies Possession of Chemical 
Weapons 


lor kL MUNDO in Spanish 


{Text} The Armed Forces of El Salvador have no chem 
Slates a government communique issued 
on 2 April to clarity a report published abroad 


adds that 
meeting of the Esquipulas Agreements’ Security Com 
mission, and given the report that appeared in foreign 
media stating that El Salvador is one of the Central 
American countries that probably have chemical 


weapon th)  ( 


Th mmunique given the upcoming 


vernment reports the tollowing 


|} Salvad ran 


weapons in their arsenal 


Armed Forces have no chemical 
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Ihe ban on the use of chemical and biological 
weapons 1s included in the provisions of international 
human rights and international laws, which are reason 
enough tor not contemplating the purchase of that typc 
Ol weapon al any time 


3. Likewise, El Salvador respects its international 
pledges and, as a signatory of the 1925 protocol con 
cerning the ban on the use of asphyxiating, toxic, and 
other such gases and bacteriological means—currently 
regulated by the Agreement on the Prohibition of the 
Development, Production, and Storage of Bacteriolog- 
ical (Biological) and Toxic Weapons and Their Destruc 
tion, which was signed in 1972, it has adopted no 
measure which violates that protocol 


“4. Given the aforementioned report's lack of grounds 
the Government of El Salvador reasserts its willingness 
and pledge to continue to work toward peace and sta 
bility in Central America, particularly within the frame 
work of the Esquipulas Agreements and the security 
commission they established. 
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ALGERIA 


‘Peaceful Character’ of Nuclear Effort Viewed 
1 D3004123891 Alevers APS in English 1045 GMI 


+f ipr Yi] 


| Text) Algiers (APS}—Having been tor a longtime the 
privilege of developed countries, nuclear technology 1s 
becoming within developing countries one of the main 
priorities of their socioeconomic development pro- 
gramme. Algeria, like many other countries interested in 
the acquisition and mastery of nuclear technology tor 
peaceful aims, set up in collaboration with some coun- 
Irics, a Series Of programmes in terms of nuclear research 
having no purpose but its development 


Hence was created in cooperation with Argentina “Nur” 
reactor conceived for training technical and scientific 
Statf, fundamental and applied research in the field of 
nuclear physics, nuclear engineering and small produc 
tion of radioisotopes to use them for medical, scientific 


ind industrial purposes 


In its efforts of mastering leading techniques in terms ot 
nuclear research and exploring all tields related to its 
development, Algeria undertook, since several years, [as 

ceived] studies in this regard in various sectors such as 
ndustry, agriculture and health through the use of the 
radioisotopes and nuclear radiation 


\s tor tood and agriculture fields, nuclear research 


allows, for instance, to resolve numerous problems 
related to agricultural production, tood products’ con 
Sumption, the protection of crops, as well as animal 


production as health 


Algeria s efforts are particularly aimed at rejecting all 
propositions of any controlled installations that could 
nevitably lead to a total dependence in terms of leading 
technology since the notion “technological transter” still 
remains a delusion tor many developing countries. These 
efforts also enabled the creation of a research and 
researchers’ city in Ain Quassera in 1983 to ensure the 
blossoming of screntific and technical research in aid of 
economic, social, and cultural development as stipulated 
in the issued decree of the official paper of October 83 


( onsidering nuclear technology as a mainspring of all 
other technologies, and developing a policy of coopera 
tion with all advanced countries in this field, and ready 
to an effective participation of Algerian executives 
\lgeria undertook with China whose scientific coopera 
tion lasts since a long time, the setting up in Ain 
()Juassera of a reactor of research and production of 15 
negawals power using a weak enriched uranium tuel 
[sentence as received] This reactor however 1s still being 
built up 


The objective of cooperation in the field of nuclear 
energy either with Argentina or China, reflects thus, an 
exclusively peacetul character 
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Ihe committment of using this reactor tor peacetul 
purposes 1S strongly asserted by scientific research ser- 
vices that specify that the entire matter is about being 
provided with a civil nuclear technology in the sole 
purpose of mastering the application of nuclear energies 
within the scope of development 


[heretore, there are [word indistinct] guarantees and the 
very International Atomic Energy Agency “recommends 
a physical protection in view of the noticeable property 
of a nuclear installation. [no closing quotation marks as 
received] Guarantees of using this reactor and the 
peacetul intention that was actually shown, could not at 
any time undergo any contusion. Therefore, any nuclear 
installation could be submitted to an international con- 
trol only if the concerned country wishes to upon a 
voluntary and sovereign basis 


INDIA 


BHEL To Supply Equipment to Nuclear Plant 
BK 2204093891 Delhi Domestic Service in Enelish 
OS30 GNMIT 22 ipy Y] 


{Text} The public sector Bharat Heavy Electricals Lim- 
ited, BHEL, has bagged the prestigious 40 crore rupee 
order for supply four steam generators tor the first S500 
megawatt unit of the Tarapur atomic power project near 
Bombay. The steam generators will be manutactured at 
BHEL’s Trichy plant 


\ press release issued in New Delhi today said BHEL has 
also done design and engineering of 50 megawatt steam 
generators and all the major primary heat exchangers 
including standby cooler and moderator heat exchanger 


IRAN 


Commentary Criticizes U.S. Arms Sales to Iraq 


/ D2 104044 "Yy] ii ran / ny imi / irom 
LY30 GMT 20 Apr Yl 


[Text] Diplomatic sources of the United Nations say 
Iraq gave a list of its missiles and biological and chemical 
weapons to the UN secretary general on Friday. The 
measure Came in accordance with the UN Resolution 
687. Although a complete list of these weapons had not 
been released before, U.S. and British Governments 
have termed this information as inadequate. At the same 
time, an expert at the US. Defense Department said that 
three years ago he had asked the pentagon officials not to 
send weapons to Iraq, but they took no measures to 
check the arms dispatched to that country because of its 
ongoing war against Iran at that time 


These comments were [word indistinct] on the issuance 
of an order by the White House on the dismissal of that 
official from the U.S. Defense Department. Apparently 
the Pentagon officials were taking measures to check any 
revelation of the amount of direct and indirect military 
aid extended by Americans to Iraq during the eight-year 
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war, whereas the eatent of U.S. arms aid to that state ts 
not something to be kept hidden trom the general public 
On this very ground the Western governments by 
evading the existing realities, are trying to divest them- 
selves of the habilities stemming trom the outcome of 
such military aid to the Iraqi regime 


In view of the (conditions) arising out of the Persian 
Gulf war, it seems the U.S.-led Western coalition ts 
secking to find a new foothold in the region through 
every This policy as (?presumably) 
aimed at opposing the interests of the regime ruling in 
Iraq. whereas in the past, those countries often collabo- 
rate with each other in contronting their common 
enemy. Despite all the slogans and assertions of the U.S 
officials and Western leaders, the delivery of weapons to 
Iraq still continues with the only difference being that 
such a measure was taken in the form of contracts 
between Iraq and other governments in the past, but 
today it 1s taking place clandestinely and through smug- 
gling 


possible means 


What is (’significant about) the arms manufacturing 
companies 1s solely the sale of destructive weapons and 
they have the least care for humanitarian and national 
motive in the pursuit of this goal. One has to wait and see 
if the dispatch of the list of chemical and brological 
weapons by Iraq to the United Nations will entail 
revelation of those plans which have prov ided Baghdad 
with those weapons 


IAEA Official Tours Nuclear Facilities 
LD2204123591 Tehran IRNA inl nelish 1042 GMI 


22 Apr 9! 


[Text] Tehran, April 22, IRNA—The visiting deputy 
director of the International Atomic Energy Agency 
(IAEA) Noremly Bin Muslim inspected several scien- 
tific, technical and research projects of Iran's Atomic 
Energy Organisation (LAEQ) in three Iranian cities Sat 
urday and Sunday 


In his tour of the centers in Tehran, Karay and Estahan 
Bin Muslim was briefed on problems on the way of 
implementation of the projects and also reviewed ways 
of IAEA cooperation with Iran for completion of the 


proyects 


Bin Muslim also met with vice-president and IAEO head 
Reza Amrollahi and submitted a message from the [AEA 
director-general. He also expressed satisfaction with the 


progress achieved in the organisation's projects 


The two sides further discussed completion of Bushehr 
nuclear plant in southern Iran with respect to talks held 
with German authorities in this respect 
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ISRAEL 


Ne’eman: Foreign Nuclear Help Considered 
LAOLOSIOIIVI Jerusalem THE JERUSALEM POS! 
in English 1 May ¥1 p 2 


[Text] Israel is considering building a nuclear reactor 
with the help of other countries, Energy Minister Yuval 
Ne'eman told the Knesset yesterday. He did not specity 
which countries might be involved 


Ne’eman, addressing the Knesset on his ministry's actiy 

ities, Said, “It is conceivable that Israel will build a plant 
with partners or toreign advice. We have to build prima 

rily on the basis of Israeli know-how, and get as much 
help as possible trom the outside.” 


But “there 1s no clear decision on the construction of a 
reactor,” he said. “The ministry 1s considering possibil- 
ities. 


Ne’eman said a private Israeli investor was deliberating 
whether to import a Soviet-manutactured | 5-megawatt 
atomic reactor for use in purifying water. He mentioned 
that the ministry would attach a large water-purifying 
plant to the planned second coal-generated power station 
in Hadera 


Israel was successtully developing its shale oil reserves 
and was on its way to building two | 20-megawalt power! 
plants fueled by shale oil, he said. These will be the first 
of 10 such plants scheduled for the coming years. He said 
that by the year 2003, shale oil would provide 10 percent 
of Israel's energy needs 


Ne‘eman said Israel was not counting on solar energy tor 
the time being because it was five times more expensive 
than conventional processes. Private Israch companies 
he noted, built 95 percent of the solar energy facilities in 
the world, and one of these companies, Ormat, ts cur 
rently building a plant in Antarctica 


Coal will account tor up to 70 percent of Israel's elec 
tricity production by the turn of the century, he said 


PAKISTAN 


Editorial Criticizes U.S. Pelicy on Chemical 
Weapons 

BK 1404184091 Islamahad THE MUSLIM in Enelisi 
l4 ip Y ] po 


[Editonal: “The Chemical Weapons Octopus’ | 


[Text] Although reports of the use of chemical weapons 
by the occupation forces in Indian-held Kashmir await 
confirmation it 1s bad enough that various media sources 
have alleged that this 1s being done. It were these reports 
to which Science and Technology Minister Hamid Nasit 
Chatha was referring Thursday in the National 
Assembly. India, if the reports are true, will be the third 
country to have entered what can safely be termed the 
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chemical weapons club. Iraq, of course, became the 
second when it used them against its own Kurdish 
population and the first and foremost was the great 
mentor of the two 
\merica, when it initiated the barbaric practice in 
Vietnam 


Having reduced the lush green landscape of Vietnam to 
a desolate wasteland by the use of defluents which 
reduced the opulent torests of that country to a desert 
land, the US then proceeded to supply these diabolical 
weapons to its one-time protege Iraq, to enable it to 
crush’ the Islamic Revolution of Iran, something nause- 
atingly repugnant to the Americans. While the Iranian 
forces and the dissident Kurds were being mercilessly 
subjected to the use of chemical weapons by Saddam 
Hussayn, the US was content, to borrow a term, [to] 
tiddle’ while the Iraqi dictator had his will. It would be 
useless to say that nobody condemned the use of chem- 
ical weapons by the US itself in Vietnam because, to all 
intents and purposes, this ‘giant’ among nations has 
always arbitrarily arrogated to itself the position of sole 
judge and executioner in international affairs Introspec- 
tion and soul-searching have always been weak points 
with US administrations 


\ 


vow, because it suits the United States eminently to do 
voice ts most strident in condemning the use of 
Saddam Husayn’s use of chemical weapons against his 
own dissident population. When «t suited the US, it was 
all right that Saddam should | .e chemical weapons 
Kurds) Now, when he 1s giving a repeat 
performance, itis highly condemnable' Whatever the 
logic behind the whole thing, to all but the US, it 1s 
(ne can immagine with what glee 
the LS must be hearing reports of the use of chemical! 
seapons against the treedom tighters by the Indians in 

part of Kashmir occupied by them. No doubt an 
\merican condemnation will ultimately be forthcoming 
but. Knowing the US as we do, it will most undoubtedly 
be more tor form's sake than anything else. It 1s equally 
clear that the US will never admut that other ‘humanists’ 
are only playing ‘tollow my leader’ when they subject 
dissident populations to the use of chemical weapons 
Since it was the US which set the example, itis only mght 
thatit now take detinite steps to see that this odious form 


 wartare internationally outlawed 


SO) Hts 


against Une 


nothing bul perverse 


' 
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i ditorial Notes "Double Standards’ in U.S. 
Nuclear Concerns 
RK COOF) 24991 Karachi DAWN in Enelish 


{ ipr Y] r) //] 


[Editonal “And Now the Missile Bugbear”™’] 


[Text] For Pakistan these days the news trom Wash- 
ington is seldom a source of much comfort. Skepticism 
about Pakistan's intentions, especially in the nuclear 
field. runs so deep that nothing that Pakistan says, no 
matier now passionately or convincingly, seems to make 
The aid cut-off stemming 


not the shghtest difference 


the almighty United States of 
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from America’s concern regarding Pakistan's nuclear 
programme is something that this country ts learning to 
live with. But to judge by the latest reports from Wash- 
ington, America 1s now feartul that Pakistan might get its 
hands on ballistic missiles. So it has told the Chinese, 
which is supposed to be planning to sell missiles to 
Pakistan, to exercise Caution in this respect. This is the 
upshot of a recent question-and-answer session at the 
State Department. 


While unexceptional in principle, the American commil- 
ment to combat the spread of nuclear weapons and the 
missiles that deliver such weapons suffers from a great 
deal of selectivity. Take first the case of nuclear weapons. 
Pakistan 1s Only suspected of possessing them or of 
having the capability to produce them, while india, its 
next-door neighbour, is known to possess a proven 
nuclear weapons capability. Indeed, if New Dethi's 
testing of a nuclear device in 1974 1s taken into account 
(the so-called peaceful nuclear explosion), all doubts 
would be swept aside on that score. And yet there 1s only 
one Pressler Amendment that the US Congress has 
passed whose only target 1s Pakistan. Nor 1s this argu- 
ment confined to India alone. As Pakistanis have always 
pointed out, Israel and South Africa are also known to be 
nuclear powers. Yet the United States shuts tts eagle eyes 
to that fact, reserving all its concern and all the moral 
courage of which it 1s capable for the nuclear programme 
of a country like Pakistan. In doing so, it overlooks the 
fact that Washington had no problem about certifying 
Pakistan's nuclear innocence until about two years ago— 
the time point coinciding with the pull-out of the last 
Soviet soldier from Afghanistan. Apart from this percep- 
tional metamorphosis, there 1s an obvious onesidedness 
in all of this which seriously undercuts the sincerity of 
American protestations about nuclear proliferation 


Ihe same arguments apply to the latest bogey about 
missile proliferation. Whether Pakistan has such missiles 
or 1s Only trying to procure them 1s beside the point. By 
targeting Pakistan alone and by turning a blind eye to 
other countries (India for one, which 1s rather proud of 
the delivery capability of its missiles), the United States 
succeeds only in drawing attention to its own double 
standards in this regard. At any rate, whatever the logical 
lapses from which the American position suffers, Paki- 
stan should be under no illusion that America 1s going to 
shift its stand easily. If logic has little to do with the 
Pressler Amendment, it 1s unlikely to have much to do 
with this latest concern regarding missile proliferation 
either. Pakistan should accordingty be resigned to 
hearing more about this subject in future. Along with 
nuclear proliferation, missile proliferation looks set to 
become another item in the list of continuous problems 
that 1s drawing the two countries apart 


Afghan Missile Kills 1 in Pakistani-Held Zone 
BK 1904004291 Hone Kong AFP in English 2334 GM1 
is ipr Y] 


[Text] Peshawar, Pakistan, April 18 (AFP)}—A missile 
apparently fired from Afghanistan has landed in Landi 
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Kotal, a tribal zone controlled by Pakistan, killing one The Moscow-backed government in Kabul has often 
person, local officials said Thursday. The officials gave accused Pakistan of intervering in the affairs of Afghan- 
no details on the missile, which landed Wednesday, istan, a charge it renewed following the capture of the 


Saying Only it was Soviet-built Afghan city of Khowst March 31 by the mujahidin. 





JPRS-TND-91-007 
20 May 1991 


USSR Offers Nuclear Reprocessing 
OW 1504141691 Tokyo KYODO in English 1343 GMT 
1S Apr 91 


[Text] Sendai, April 15 KYODO—A senior Soviet Gov- 
ernment official on Monday indicated at an interna- 
tional meeting here that the Soviet Union is ready to 
reprocess spent nuclear fuel for foreign countries, orga- 
nizers said. 


B.V. Nikipelov, first vice minister of nuclear power, 
said, ““We have reprocessing capacity well over the 
domestic demands.’ There is one such plant in the 
Soviet Union which can reprocess 400 tons of spent 
nuclear fuel a year, he said. 


The Soviet Union suspended a plan to build a second 
plant following the world’s most serious nuclear accident 
at Chernobyl in April 1986, he said. 


However, Japanese nuclear experts said it is technically 
difficult for the Soviet reprocessing plant to treat Japa- 
nese spent fuel because of differences between nuclear 
reactor types in the two countries. 


Leningrad AES Chernobyl-Type Reactor 
Overhauled 

PM 1704125191 Moscow Central Television First 
Program Network tn Russian 0900 GMT 15 Apr 91 


[Report by S. Chekalin from the “Television News 


Service” newscast] 
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[Text] [Announcer] Soon it will be the fifth anniversary 
of the Chernobyl! disaster, and the specter of Chernobyl 
is still haunting the country. The fear of the nuclear 
bogey remains in people's hearts, and this is quite 
understandable. Another aftereffect is people’s special 
attitude toward the nuclear power industnm 


According to the USSR Ministry of Atomic Power 
Engineering and Industry, the planning and construction 
of 60 nuclear power stations with a total capacity of 160 
million kilowatts has now been discontinued. Nonethe- 
less, the country’s scientists and designers claim that 
they have learned their lesson from Chernobyl. A great 
deal has been done of late to ensure the safer operation of 
nuclear power stations. 


[Chekalin] What you see are the buildings of the Lenin- 
grad Nuclear Electric Power Station [AES], which is 
located on the shores of the Gulf of Finland. We have 
filmed of all its four one-gigawatt power units from the 
air. The capital overhaul of the first power unit's reactor 
which has just been completed can be described as an 
event of special importance. Some 15 years ago it initi- 
ated the series of the selfsame RBMK-1000 nuclear 
reactors which are now being referred to as the Cher- 
nobyl reactors. The overhaul carried out on this “‘first- 
ling’’ reactor 1s unprecedented in world practice. All 
technological lines have been replaced. This 1s compa- 
rable to a heart transplant. New monitoring and acci- 
dent-prevention systems have been installed. Essentially, 
an updated reactor has been created which meets all the 
stipulations of the IAEA [International Atomic Energy 
Agency]. Tests of the new equipment are currently under 
way. The reactor’s new life exceeds 10 years. The rebirth 
of this reactor will make it possible to embark on the 
renewal of the nuclear hearts of all the power units of the 
Leningrad, Chernobyl, Kursk, and other nuclear power 
stations of this series in the near future. 
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AUSTRIA 


Austria Joins Missile Technology Control Regime 


10'/804172319] Vienna WIENER ZEITUNG 
In German 18 Apr Yl p4 


[Text] In February 1991 Austria, as the }6th member 
country, gave notification of its participation in the 
Missile Fechnology Control Regime (MTCR). The goal 
Of this group 1s to prevent the proliferation of carriers 
that can be used to transport nuclear warheads and of the 
corresponding technology 


lhe members are obligated to inform each other about 
applications for exports and goods movements of missile 
systems and unmanned carriers with a range of more 
than 300 km and a load capacity of more than 500 kg 
(Category 1). Information concerning goods of category 2 
(engine elements and equipment) 1s optional 


Phe other members of the group are Australia, Belgium 
Denmark, Germany, France, Great Britain, Italy, Japan 
Canada, Luxembourg, New Zealand, the Netherlands 
Norway, Spain. and the United States 


The group does not have any permanent institutions, the 
members meet for regular consultations. At the most 
recent meeting in Tokyo in March, Austria was tor the 
first time represented by a delegation 


At this meeting a joint appeal to all states was passed to 
apply the guidelines of the MTCR. In addition, a con 
sensus was reached to adjust the regime to the current 
requirements concerning the categories of the goods and 
to tighten export controls. The members also agreed on 
the view that after the experiences of the Gulf war 
Stricter verification is of particular importance 


The next meeting of MTCR members will take place in 
autumn 199] 


GERMANY 


Kohl Calls Missile Destruction Policy Success 
L D0605093791 Berlin ADN in German 0888 GMT 
6 May 9] 


[Text] Bonn (ADN}—Chancellor Helmut Kohl has said 
the destruction of the last medium-range missiles in the 
United States and in the Soviet Union today ts also an 
~Oulstanding success of our policies”. Three years after 
the INF Treaty came into force “land-based nucleat 
medium range systems with a range between S00 and 
5,000 km are now no longer stationed on German soil,” 
Kohl said in Bonn today 


From the very beginning it had been the objective of his 
defense policy “to create peace with fewer weapons.’ 
“Without our steadfastness in this time and without our 
responsible security policy actions, the Soviet Union 
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would not have been persuaded to negotiate,” the chan- 
cellor stressed. After all, the INF Treaty had caused a 
change in Soviet foreign policy and triggered a policy of 
internal reforms. It was that policy that led to the 
overcoming of the East-West conflict and the reestablish- 
ment of German unification 


Experts To Measure Radioactivity in Chernobyl 
1l 2604095791 Frankfurt/Main FRANKFURTER 
(LLGEMEINE in German 26 Apr Yl pl 


(Hal report: “German Experts To Measure Radioac- 
tivity in Chernobyl] 


(Text) Bonn, 25 April—On the fifth anniversary of the 
Chernoby! reactor accident, FRG Environment Minister 
Foepter (Christan Democratic Union) called for the 
development of an “international security partnership.’ 
This is a priority goal of the FRG Government, he said 
in Bonn. The constant improvement of nuclear facilities 
remains a permanent task. In the Soviet Union people 
have not come to terms with the consequences of the 
reactor accident. In May, German experts will begin a 
measurement program in the radioactive contaminated 
areas of the Soviet Union. They will brief approximately 
100,000 people on their radioactive exposure. The FRG 
Government will subsidize the program with 7.1 million 
Gierman marks 


SPAIN 


Extremadura Leader May Resign Over Nuclear 
Plant 

P42504141791 Madrid TVE-1 Television Network 
in Spanish 1830 GMT 24 Apr 91 


[Text] The construction of the nuclear plant in Valdeca- 
balleros, Badajoz, has been suspended and the govern- 
ment must decide whether it will be put into operation 
loday this plant was the reason for a notable—and, by 
the way, unusually political—statement. It came from 
Juan Carlos Rodriguez Ibarra, Socialist president of the 
Extremadura Board, who in the presence of Socialist 
Deputy Prime Minister Narcis Serra voiced his intention 
to resign should the chief executive authorize the 
opening of that nuclear plant. The statements of the 
Extremadura Board president are included in a report 
filed by Amalia Sanchez Sanpedro 


[Begin recording] [Rodriguez] We won elections tn 
Extremadura with government electoral programs, one 
of which was to oppose the opening of the Valdecabal- 
leros Nuclear Plant. Therefore. should our position in 
this regard be disowned, we would have to be consistent 
with our decisions and the promises we made to the 
citizens. | would obviously, therefore, have to resign 
from my position in the regional government. Since | am 
sure that the Socialist Government in 1991 will do the 
same thing it did in 1983, however, the opposition will 
probably not get its way at this time 
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[Sanchez] Narcis Serra has said nothing about Valdeca 
balleros. He has, however, asked that there be no spec- 
ulations until the government comes up with a decision 
regarding the review of the energy plan, which will take 
place before the summer, and after he listens to all the 
parties involved 


Narcis Serra has described the relationship between the 
Extremadura Board and the government as a model of 
what the search for joint solutions between the central 
and autonomous should be like. [end recording} 


Defense Ministry Denies Shift on Nuclear Arms 
PA12904134391 Madrid ABC in Spanish 14 Apr 91 


fy) 
/ . 


(“S.No report: “Government Asserts That It Will Not 
Give NATO Nuclear Logistic Support, Even in Event of 
Nuclear Attack’’] 


[Excerpt] Madrid—The Defense Ministry has asserted 
through an official note that the government will give the 
Atlantic alliance no kind of nuclear logistic support and 
maintains its ban on deploying or stockpiling nuclear 
weapons or bringing them into our territory. An official 
spokesman for the ministry assured ABC that this stance 
would be maintained in all eventualities—even in the 
event Of a massive nuclear attack on the allies. The 
Defense Ministry thus denied the report published in 
this newspaper yesterday which stated that the govern- 
ment had agreed to give the Atlantic alliance nuclear 
logistical Support if an attack of that kind occurred 


The Defense Ministry's official note says the following 


“In light of the report published in a Madrid newspaper 
under the heading ‘Spain Will Give Atlantic Alliance 
Nuclear Logistical Support,” which refers to the signing 
in Brussels Friday of the fourth coordination agreement 
between Spain and NATO, the Defense Ministry wishes 
to make the following clarification 


“This fourth coordination agreement solely contains our 
Armed Forces’ commitment to preserve the integrity of 
Spanish territory. Hence the references contained tn the 
above-mentioned report to the logistical support which 
Our country would give the alliance and the use oft 
Spanish soil as a rear base are not covered in this fourth 
agreement but will be dealt with in the sixth coordina- 
tion agreement, which 1s currently under consideration 


“This clarification having been made, this ministry 
categorically denies that our country will give the alli 
ance nuclear logistical support and explains that this 
matter has never been considered in the negotiations 
between Spain and NATQO. The Spanish Government 


has fulfilled, fulfills, and will continue to fulfill the 
commitments resulting from the referendum on our 
Staying in the alliance concerning the ban on deploying 
or stockpiling nuclear weapons or bringing them into 
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Spanish territory. This 's a clear stance by the Spanish 
Government which the Atlantic alliance and its mem 
bers know and respect 


“With respect to the coordination agreements reached o1 
under consideration between NATO and Spain, it must 
be pointed out that the first two, which concern au 
defense of the territory and naval-air Operations, have 
now entered fully into force. The third agreement, on 
naval-air Operations in the western Mediterranean, has 
now been signed by the military authorities, as has the 
fourth, signed Friday, on preserving the integrity of 
Spanish territory. It is hoped that they will be endorsed 
by NATO’s Defense Planning Committee at the meeting 
which it will hold in May. The last two agreements——on 
surveillance of the Strait [of Gibraltar] and its 
approaches, and use of the territory as a rear base—are 
currently under consideration by the respective working 
parties.” 


Secret Clauses 


The report carried by ABC yesterday told of a secret 
clause mentioning the Spanish Army’s logistical support 
in the extreme event of a nuclear attack. According to 
what our correspondent in Brussels, Jesus Fonseca, con- 
firmed yesterday, highly reliable sources in the Atlantic 
alliance state that the fourth agreement between Spain 
and NATO on the Spanish Army's tasks within our 
borders in the event of an attack on the alliance includes 
two secret clauses which open the door to nuclear logis- 
tical support 


As ABC reported yesterday, the government has not 
accepted the use and stockpiling of nuclear weapons in 
any circumstances 


With respect to the other consequences of the latest 
agreement signed with NATO yesterday, this week Spain 
has taken a further step in defining its military role 
within NATO and “within the allied efforts to ensure 
coordination of the military contributions to joint 
defense following the Gulf war,” in the words of a senior 
NATO official 


The previous agreements had already established the 
Spanish Army's contribution to allied naval-air opera- 
tions in the eastern Atlantic, which was possible only 
after accommodating Portugal's reservations, to air 
defense of the territory, and to coverage of the eastern 
Mediterranean with naval and air forces 


All these agreements establish the coordination arrange 
ments between the Spanish Armed Forces and the allied 
commands 


With respect to the latest document signed by Defense 
Chief of Staff Admiral Gonzalo Martin Granizo and the 
three NATO supreme commanders, this chiefly affects 
the Army and does not rule out the possibility of foreign 
troops taking part in Spain's defense in the event of 
conflict, although the Spanish Government still rules out 
the stationing of its forces abroad. [passage omitted] 
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Closing of Arsko Nuclear Power Plant Discussed 
(hand NEODUINSAILDNEWVNIA 


\ vor Gruden: “On Financial Support Later] 


March (trom a Slovenia RTV [Radio 
pondent}—An international meeting 
( losing Arsko 


burla Juliyska district, was a sort of prologue 


Organized by the Greens 


tion of Signatures against the Arsko nucleat 
Priestess TRIESTE OGGI (3.700 signa 

ted. including the signatures of most of 

part lhe participants in the meeting trom 

vere Feruccio Sari, the national min 

\ndrea Wahrentennig, the national 

tthe Greens. Dusan Plut, the president of the 
(; tS ia. Slovene Energy Minister Miha Tom 
latives of the Greens of Stayerska and 

rganizations, with which we are 


r protests at Arsko 


| | ted by the nuclear power plant was 
Dusan Plut. he warned about the high 

hat area and the difficulties with all 

wastes. The Slovene government 

Krsko b YS but Plutis not convinced 

that support this intention are 

[he biggest obstacle to the closing 1s 
itegy. which 18 based on nucleat 

HY med | Olidarity of the neighboring 
wctions, which the Slovens 
government, naturally cannot 
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iniiy a political one and only se 
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closing, but he also understands that closing it without 
simultaneously ensuring an alternative energy source 
means too severe a risk for both republics. One cannot 
count on the tinancial participation of Italian capital 
until the economic and political situation in Slovenia 
and Yugoslavia is stabilized: “Currently no one 1s pre 
pared to invest even five lire in your country,” the 
national representative explained very eloquently 


The Greens trom Italy and Austria are in favor of sucha 
Closing bul [YY is an extreme deadline tor them. They 
are calling upon their governments to press Slovenia (the 
(arinthians are very critical of the behavior of the 
Slovene government) and especially Croatia, and to 
Peter Hagenauer trom 
(jradec announced that just the day betore yesterday, the 


negotiate with mone. as well 


Austrian government allocated its first “tranche™ in the 
amount of 45 million shillings for preparatory work on 
closing Krsko 
crously that the 
larger if KArsko had been closer to the Danube than to 


In this connection he mentioned mali 
ontribution would certainly have been 


( rade 


IAEA Conference on Chernobyl! Disaster Planned 


10 6047/77/97 Par tit Pin Enelish [OOS GML] 


(Text) Vienna. April 26 (AFP)—The International 
Atomic Energy Agency (IAEA) will examine the results 
of a vear-long international study on the Chernoby!| 


nuclear disaster trom May 21 to 24 at its Vienna head 


quarters. it said Friday 


The announcement. five years to the day after the 
accident on April 26, 1986, said the study concentrated 
on the environmental and health risks of the accident. It 
also evaluated protective measures that have been taken 


against the radiation contamination 


I he project was requested by Moscow in 1990 to studs 


the effects on the three republics worst hit) by the 


radiation. the Ukraine. Belorussia and the Russian Fed 
ration 

Noms: independent experts trom countries and 
seven international organizations took part in the 
project. which includes 40 missions to the Soviet Union 
Though th sults of the |,QO0O0-page report have not yet 

heen disclosed. an Austrian expert involved, Friedrich 


Sternhaeusler. said recently there was [ttle hope that it 
would prove any increase in cancer in the high-risk zones 


hut that residents in these areas remain extremely wor 


ried 
Al 
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